
Aluminum and Magnesium Torpedo Levels 



No. 1295 

NO. 1295 DIE CAST ALUMINUM TORPEDO LEVEL. 
Made of lifetime durable aluminum with counter¬ 
sunk nickeloid top plate. 1 plumb, 1 level and 
1 45° vial. Bottom has V-groove. Size 9" x 3/16" 
x 11/16". Packed four in a merchandiser. Ap¬ 
proximate weight per level 5 ozs. 


No. 1296 

NO. 1296 DIE CAST MAGNESIUM TORPEDO 
LEVEL. Same as No. 1295 but made of Mag¬ 
nesium. Packed four in a merchandiser. Approx- 
imate weight per level 3V2 ozs. _ 

MAYES— World’s largest manufacturers of Aluminium, 
Diecast and Extruded Magnesium Levels. 


TORPEDO LEVEL SALESMEN THAT WORK 
FOR YOU FREE OF CHARGE 



TORPEDO LEVEL MERCHANDISER 

NO. 41 TORPEDO LEVEL MERCHANDISER. Contains four No. 1295 Aluminum Torpedo levels. Weight of 
merchandiser with shipping carton 1% lbs. 


NO. 42 TORPEDO LEVEL MERCHANDISER. Contains two No. 1295 Aluminum Torpedo levels and two 
No. 1296 Magnesium Torpedo levels. Weight of merchandiser with shipping carton V/ 2 lbs. 

NO. 43 TORPEDO LEVEL MERCHANDISER. Contains four No. 1296 Magnesium Torpedo levels. Weight 
of merchandiser with shipping carton 1 % lbs. 

MERCHANDISER MAY BE LAID FLAT ON COUNTER OR IN A STANDING POSITION WITH HELP OF EASEL 
ON BACK. ALL MERCHANDISERS PACKED IN 200 POUND SHIPPING CARTONS FOR EASY RE-SHIPPING. 


MAYES BROTHERS TOOL MANUFACTURING CO. 

PORT AUSTIN, MICHIGAN 
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All Levels Richly Finished In 
Natural Color — "When You See 
The Wood, You fCnow It's Good” 

NO. 55 CORNER BOUND PINE LEVEL. Made from gen¬ 
uine sugar pine, fitted with metal end plates. Solid- 
set vials, four plumbs and two levels. Grooved finger 
grips. Size 2-3/8" x 1-3/16". Lengths 42" and 48". 
Approximate weight of six 48", 21 lbs. 

NO. 66 CORNER BOUND MAHOGANY LEVEL. Made 
from solid genuine Mahogany, fitted with metal end 
plates. Solid-set vials, four plumbs and two levels. 
Grooved finger grips. Size 2-3/8" x 1-3/16". Lengths 
42" and 48". Approximate weight of six 48", 23 lbs.~ 

NO. 77 CORNER BOUND PINE LEVEL. Made from gen¬ 
uine sugar pine, fitted with metal end plates. Solid- 
set vials, four plumbs and two levels. Grooved finger 
grips. Size 2-3/8" x 1-3/16". Lengths 42" and 48". 
Approximate weight of six 48", 21 lbs. 

NO. 88 CORNER BOUND MAHOGANY LEVEL. Made 
from solid genuine Mahogany, fitted with metal end 
plates. Solid-set vials, four plumbs and two levels. 
Grooved finger grips. Size 2-3/8" x 1-3/16". Lengths 
42" and 48". Approximate weight of six 48", 23 lbs. 

★ 

MAYES' WOOD LEVELS are the finest on the market, 
preferred by Craftsmen and all users of Levels the „ 
world over. Cat's eye vials encircled by white plastic 
inserts, standardized for perfect vision are set in 
MAYES' PATENTED COMPOUND which positively pre¬ 
vents their working loose, and sealed against dirt and 
moisture by heavy outside lens. 

Every level is guaranteed accurate and against any 
defects in material and workmanship. 


MAYES BROTHERS TOOL MANUFACTURING CO. 


PORT AUSTIN, MICHIGAN ... 









































































